NEARLY ONE THOUSAND FEET HIGH

Mondial*
An outstanding landmark of the city of Paris, the Eiffel Tower was designed and erected for
the Paris Exhibition of 1889 by Gustave Eiffel, a French engineer.  The tower is constructed of
iron, and is 984 feet high.   Over seven thousand tons of metal were used in the work.   The
ascent to the top of the tower is made by an electric lift.